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ABSTRACT 


The free-surface and bottom-proximity effects on the 
added mass of Rankine ovoids of various length-to-diameter 
ratios were experimentally investigated by vertically oscil- 
lating the ovoids normal to their major axis. 

The results have shown that the bottom-proximity increases 
the added mass and the free-surface proximity decreases it. 
Furthermore, the added mass increases with increasing length- 
to-diameter ratio, i.e., for more cylinder-like ovoids, and 
approaches that predicted analytically for an infinitely long 
cylinder. Finally, an appropriate analysis based on the 
Strip-method and the cylinder results has shown that the 
bottom-proximity effect on the added mass of Rankine ovoids 
may be predicted with sufficient accuracy. The prediction 


of the surface-proximity effect requires more refined methods. 
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NOMENCLATURE 
Description 


distance to source or sink from origin of 
coordinate system 


added mass coefficient 

free stream velocity, uniform flow 
diameter of Rankine ovoid at mid-length 
length of Rankine ovoid 


distance from centerline of Rankine ovoid 
to rigid bottom 


distance from centerline of Rankine ovoid 
to free surface 


test body number 

weight of test body 
added weight 

displaced weight 

total weight 

period of oscillation 
frequency of oscillation 


L/D 


~b/D 


h/D 

potential function 
Stream function 

radius of Rankine ovoid 
source or sink strength 


specific gravity 
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I. INTRODUCTION 


One of the most important problems in the design of 
bodies moving through a fluid is the evaluation of the iner- 
tial resistance of the fluid when the body is subjected to 
accelerations or decelerations. This inertial resistance 
affecting body motion is usually described in terms of an 
apparent increase in the mass (added mass) of the body. The 
fundamental concepts of the added mass and the historical 
developments are amply described in most hydrodynamics books 
(e.g. Robertson i. 

The added mass and the added-mass-moment of inertia are, in 
general, functions of the shape of the body, the direction 
of body motion, the existing state of fluid motion (e.g. 
motion from rest, motion from one steady state to another, 
deceleration to rest from a steady state), the physical 
properties of the fluid (i.e., density, viscosity, and 
compressibility), and the proximity of other bodies, rigid 
boundaries, or a free surface (fluid interface). Although in 
theory the added-mass and added-mass-moment of inertia 
coefficients can be computed for any body shape and flow 
combination, the actual solution of the problem often proves 
mathematically intractable. The greatest difficulties are 
encountered in determining the added mass for bodies accelera- 


ting from a state of steady motion and for bodies which are 





not deeply submerged (bodies near a free surface) or bodies 
which are too deeply submerged (near the ocean bottom). 

Considerable analytical and experimental work has been 
done on the determination of the added mass of bodies of 
relatively simple shape immersed in a flutd medium of 
infinite extent [1]. Good agreement has been obtained 
between analytical and experimental results where the body 
or the fluid is accelerated from rest. The understanding 
and evaluation of the added mass for bodies accelerating 
from a steady state (with separated fluid motion) to another 
state are still at a formative stage and most of the current 
design is based on empirical formulas (e.g., Morrison, 
et al [2]). 

Concerning the effects of the free-surface or bottom 
proximity on the added-mass coefficient, relatively few 
analytical and experimental studies have been carried out 
(e.g., Waugh and Ellis [3], Sarpkaya [4], Garrison [5], 
Garrison and Berklite [6]). The analytical methods are 
based on the image method, distributed sources, finite 
element technique, etc. Experimental methods are based 
mostly on the determination of the change of frequency of 
the body oscillation in air and water. Analytical methods 
are particularly convenient when the effect of damping is 
ignored and the added-mass coefficient is rendered indepen- 


dent of the frequency of oscillation of the body. 





Rankine ovals and ovoids constitute a large family of 
plane and axisymmetric bodies of special interest to hydro- 
dynamicists and naval engineers. The added-mass coefficients 
for these bodies may easily be calculated since only simple 
Singularities are involved in their definition in fluids of 
infinite extent. When these bodies are in the proximity of 
a free surface and/or rigid boundary, however, the determina- 
tion of the added mass is considerably complicated by the 
need to introduce additional isolated or distributed 
Singularities. The problem is further complicated when the 
free surface can be taken neither asarigid surface nor as a 
surface of zero potential [1]. Under these circumstances, 
it may be preferable to resort to simple experimental 
techniques to determine the effect of the surface or bottom 
proximity on the added mass of bodies of arbitrary shape. 

The present work consists of the experimental determina- 
tion of the added mass of Rankine ovoids of various length- 
to-diameter ratios positioned at various distances from the 
free surface or rigid bottom. The bodies were vibrated along 
a line normal both to the free surface of the fluid and the 
Major axis of the body. The added-mass coefficients were 
determined in terms of the appropriate governing parameters. 
The results are in conformity with the previous findings for 
Other types of bodies in that the proximity of the free 
Surface decreases the added mass, whereas the proximity of 


the rigid bottom increases it [3]. 





II. DEFINITION OF THE BODY SHAPE AND THE GOVERNING PARAMETERS 


Rankine ovoids are the type of axisymmetric bodies 
obtained by placing a three-dimensional (point) source and 
sink, each of strength Q, at equal distances "a" from the 
origin along a line parallel to a uniform flow. Potential 
and stream functions are written in terms of the bipolar 


coordinate system shown in Fig. 1 as: 


@ = -Q/4mr, + Q/4mr, + Ux 
2 


-Qcosoy /y, 7 Qcos 8, /4, a ae 


v 


P(x,w) 





Fig. 1. DEFINITION OF A RANKINE OVOID 


The equation of the body contour is obtained by equating 
the stream function to zero, 


2 
wr = sy (cose, - cos8.) (2) 


In terms of the parameter m = YQ/27Ua~ one has, 


wr m* (cos@, - cosé6,) 
2 ] 2 


per) 
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or, Mee ee xta _ _ Xea (3) 

a? Yw7+(xta)> = vw7+(x-a)7 
Apparently, the absolute size of the body is controlled by 
the source-sink distance "2a", whereas the length-to-diameter 
ratio is determined by the parameter m. Since a stagnation 
point exists at x=tL/o taking the derivative of the potential 


along the x-axis and equating it to zero, one has, 


L/o, L = | 
a >" 7? 7 


The diameter at x=0 is obtained from Eq. (3) as, 


p¢ 2 
mae ee ee (5) 
4a 4a? 





Since neither L/2 nor D/2 can be simply solved for, the 
relationship between m and L/D must be evaluated numerically. 
Results of such calculations are presented in Table I. 

As discussed previously, the added-mass coefficient depends 
upon the body shape, body motion, properties of the fluid 
medium, and the proximity of either a free surface or rigid 
boundary. In this work, the effects of the body shape and 
the proximity of the free surface or rigid bottom were con- 
Sidered. For the Rankine ovoid, body shape is characterized 
by the length-to-diameter ratio. The free-surface or the 
bottom-proximity effect may be expressed in terms of the 
ratios b/D and h/D (see Fig. 2). Thus, one has 


ee added mass 


= Gisplaced mass ~ f(L/0,b/D,h/D) . (6) 
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provided that the viscous and compressibility effects are 
ignored. Defining S5=L/D, n=b/D, and &€=h/D, Eq. (6) may be 
written as 

Caaf (Ocmse) (7) 
If we consider the effects of the free-surface and bottom 
proximity independently, by taking h/D=~ and b/D= 
respectively, then we have 


C = f,(S5n), (free-surface proximity effect) (8a) 


C = fie (OB) (bottom proximity effect) (8b) 
3 free ae + | 
, b 


L hn | 
ricid bottom r | 
Fig. 2. DEFINITION OF THE BASIC PARAMETERS 
Hees the experimental determination of the functional rela- 
tionships represented by Eqs. (8a) and (8b) that constitutes 
the essence of this work. 

As cited earlier, the viscous and compressibility effects 
were ignored. The effect of compressibility may be neglected 
when 2nfD/c<<1l, where c is the speed of sound in the fluid 
medium [7]. In fact, taking c=4700 ft/sec, and D=2 inches 
(the largest value used in this work), one finds that f must 


be considerably smaller than 4490 cps. As to the effect of 


12 





viscosity, an analysis of the forces acting on bodies oscil- 
lating rectilinearly in a viscous fluid about a mean position 
reveals that one part of the force results from the added 
mass and is in phase with the oscillation. The second part 
of the force, which opposes the body movement, is out of 
phase with the acceleration and is thus a damping force pro- 
ducing a decay in oscillation. The analytical results also 
show that for small amplitudes of oscillation (up to about 
D/10), the viscosity effects on added mass are quite 


negligible [7]. 
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ITI. EXPERIMENTAL EQUIPMENT AND PROCEDURE 


The experimental equipment consisted of a four-feet square 
plexiglass tank with an adjustable false bottom, a pair of 
parallel cantilever beams, a vibration triggering device, a 
bridge amplifier meter, and a Monsanto programmable counter 
timer. 

Important considerations in the setting up of the 
apparatus were the avoidance of the boundary-layer separation 
and extraneous disturbances, adjustability of the position 
of the test body relative to the free surface or solid 
bottom, and the adoption of a suitable and repeatable 
calibration procedure. 

The test bodies (Fig. 4) were made of plexiglass or 
aluminum and attached to the cantilever beams by two arms 
(Fig. 5). An ideal solution to this aspect of the instru- 
mentation would have been the use of “action at a distance" 
whereby the body would be vibrated in the fluid without any 
material involvement. Such a method was not explored 
primarily because of the inordinate amount of instrumentation 
required. 

The detrimental effect of the use of two arms to attach 
the test body to the cantilever beams was reduced by using 
two thin-walled tubes rather than solid rods. Significant 
reduction in weight and sufficient rigidity were realized in 
this manner. An experimental comparison of the effect of the 


arms (without the body) in air and water was performed. The 


a5 
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results shown in Table II indicate that the axial frequency 


of the vibration of the arms is little affected by immersion 


in water. 
TABLE II 
FREQUENCY COMPARISON FOR EMPTY ARMS-IN AIR AND IN WATER 
* Dek Dak ’ 
Depth of arms Frequency Frequency Ratio 
submerged in aiy in water Cool 222, cole) 
(inches) (cps) (cps) 
5 1560 1555 1.0047 
10 1580 1590 -0.994 
15 1440 1452 0.993 
20 1508 1524 0.990 
30 1467 1469 0.999 


*Length of arms below cantilever beams are equal for air 
and water 


**Average of ten readings 

Possible buoyant force effects due to the displacement of 
water by the arms was considered, and found to have an effect 
of 0.09% on frequency squared readings. This experiment was 
performed using the fourth test body at a depth of ten inches 
and by comparing the data with and without the added weight 
equal to the displaced water. 

Initially it was intended that the variation of the free- 
surface or bottom proximity would be accomplished by changing 
the length of the supporting tubes to the test body. However, 
it was found that the preloading of the cantilever beams 
resulted in the non-reproducibility of the data. This pre- 


loading is illustrated in Fig. 6 (beam deflections exaggerated). 
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= = 38.38 cps r= 37.83 cps 


f,, = 38009 eps 


Fi. 6. PRELOADING EFFECTS 
This difficulty was overcome by installing a stiffener bar 
(Fig. 5) with the beams unloaded and subsequently varying 
the free surface or bottom proximity by changing the water 
level or adjusting the elevation of the false bottom. 

A vibration triggering device was employed to insure 
consistent initial deflections and to eliminate the human 
element. It was designed to be adjustable in length so that 
the variation of the natural deflection of the beams due to 
the differing weights of the test bodies could be compensated 
for. The triggering device was adjusted to provide an initial 
deflection of 1/16 inch for all test bodies, thereby meeting 
the criteria previously discussed concerning the effect of 


viscosity, i.e., deflection <D/10. 
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The programmable counter-timer was used in the period- 
bescincigiin’guatorden with readings taken in milliseconds. It was 
"Zeroed" prior to each triggering, whereas the bridge 
amplifier was "zeroed" prior to each set of ten runs for a 
Single data point. 

The test bodies were weighed in air and in water ona 
beam balance to determine their actual weight and the weight 
of the water displaced. The results are shown in Table I. 

Calibration curves were aieauned for each test body, 
utilizing clamped-on surcharges of known weight. Care was 
exercised to distribute the weights symmetrically on the 
test body. The data were plotted with period squared as 
abscissa and known total weight as the ordinate in view of 
their projected use. 

A data run for a test body consisted of ten readings at 
each variation of its position from the free surface or rigid 
bottom, varying only one of these dis taqees during a given 
run. Calibration checks were performed before and after each 
run. 

An initial "proof test" was performed using a cylinder 
with end plates as the test body, and an added-mass coeffi- 
cient of 0.988 was obtained, as compared to its theoretical 
value of 1.0. 

The major source of experimental error resulted from the 
Variation of period of vibration at a data point. For this 
reason, the average of ten readings taken at each data point 


was used to calculate the added mass. The root-mean-square 
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deviation from the average of the ten readings taken at any 
given data point was found to be < 0.02 mtlliseconds. This 
deviation results in an error <+0.5 gram im the determination 
of total weight from the calibration curves. Since the added- 
mass coefficient was calculated using added weight (Wo=W,-W), 
this factor resulted in a deviation < 0.006 in the added-mass 
coefficient. Errors in test body weights and displaced 
weights were negligible in comparison, beimg accurate within 


+0.05 gram. 
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Wee DISCUSS. PON. OFMRESULNS 


The added-mass coefficients for each test body, as deter- 
mined experimentally, are shown in Figs. IT] through 14 as a 
function of the free-surface or rigid-bottom proximity. 
Figure 15 shows the relationship between the body shape 
(L/D ratio) and the added-mass coefficient in a fluid of 
infinite extent. 

The added-mass coefficients shown in Fig. 15 ete obtained 
from Figs. 11 through 14, using the apparent constant value 
attained beyond the distance at which the free surface or 
rigid bottom appeared to exert very little or no influence. 
The increase in C as L/D increases is aS expected, Since a 
cylinder may be considered to be a Rankine ovoid with an 
infinite L/D ratio, and since the added-mass coefficient for 
.a cylinder is larger than that for a finite axisymmetric 
body (e.g., for a cylinder C = 1 whereas for a sponte 
Oe- 0.5). 

The free-surface and bottom-proximity effects are shown 
in Figs. 11 through 14. The rate of change of the added-mass 
coefficient as the proximity decreases is not the same for 
all test bodies. The distance at which either the free 
Surface or rigid bottom ceased to affect the added-mass 
coefficient is in proportion to the L/D ratio. This depen- 
dency indicates that the influence of the free surface or 


rigid bottom is exerted at a greater distance for bodies of 
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larger L/D ratios. The effect of the free-surface proximity 
on the added-mass coefficient is more evenly distributed over 
the influence distance than the effect of the rigid-bottom 
proximity. 

The added-mass coefficients determined for test bodies 1, 
2, and 3 were independent of L/D for &<1, varying by less 
than 4% in this region. This same consistency was obtained 
for test bodies 2, 3, and 4 within the same proximity to the 
free surface. 

The effect of the free surface or bottom proximity on 
the added mass of a Rankine ovoid may be calculated through 
the use of distributed sources or the finite element method. 
The former method requires the determination of the appro- 
priate source-strength distribution over the body in such a 
manner that the boundary conditions are satisfied both on the 
body (zero normal velocity) and the bottom (zero normal 
velocity) and/or at the free surface (2d + I5¢ oy ty). 
As far as the free surface condition ana. for low 
values of the Froude number F (F=V/YgD where V is a 
characteristic velocity), the second term in 


376 ao 
—— a a = 
st 2 is ie 


is negligible and the flow behaves as though the interface 
were rigid so that ¢ satisfies a second boundary-value problem. 
At the other extreme, the first term is negligible and the 

Surface condition corresponds to ¢=0. In terms of the image 


method, the low Froude number case involves the normal kind 
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of images (positive), whereas the high Froude number case 
involves inverse images. In the transitie@nal regime the 
Situation is more complex and is frequency dependent. 

In the present study, an exact analysts of the dependency 
of the added mass of the Rankine ovoids om the bottom or 
free-surface proximity has not been attempted. Instead, an 
approximate calculation based on the strip method has been 
carried out. The strip method consists of the division of 
an axisymmetric body into small axisymmetric cylinders, 
evaluation of the added mass of each disk-like segment through 
the use of the added-mass coefficients obtained for a circular 
cylinder of corresponding position relative to the bottom or 
free surface, and summing the coefficients for all the 
elements. Obviously, this procedure ignores the effect of 
the three-dimensionality of the body. Furthermore, the 
added-mass coefficients so obtained approach unity for the 
infinite fluid case rather than those appropriate for a 
Rankine ovoid. Be that as it may, the strip method provides 
a quick estimation of the variation of the added-mass coeffi- 
cient with distance to the wall or the free surface. 

In the present calculation, the results of the analysis 
carried out for a circular cylinder by Milder [8] and Yamamoto, 
et al [9] through the use of doublets and the image method 
Were used. Figures 16 and 17 show the variation of the 
added-mass coefficient for a circular cylinder as a function 


of distance from the wall and the free surface (only the high 
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Froude number or » = O case) respectively. Evidently, Fig. 16 
also represents the effect of the free-surface proximity for 
the low Froude number or 3e Oca cer 

The added-mass anaiinicienés calculated through the use 
of Figs. 16 and 17 and the strip method are shown on Figs. 11 
through 14. It is apparent from a compartson of the cal- 
culated results with those obtained experimentally that the 
strip method yields fairly accurate results, particularly 
for bodies close to a rigid plane wall. As expected, the 
calculations become increasingly more accurate as L/D 
increases and the proximity to the wall decreases. As noted 
previously, the limiting values corresponding to the infinite 
fluid case differ significantly because of the role played by 
the three-dimensionality of the body. In other words, in 
the close vicinity of a wall, the wall-proximity effect 
outweighs the three-dimensionality effect. 

The added-mass coefficients calculated through the use 
of the strip method for the free surface case (both for ¢ = 0 
and se=0 conditions) are not as satisfactory as those calcu- 
lated for the rigid wall case. Be that as it may, a careful 
examination of the experimental data and the calculated 
results shows that one could predict with a sufficient degree 
Of accuracy the effect of both the wall and free-surface 
proximity if one were to shift the calculated curves downward 
so that their asymptotic values coincided with those obtained 


experimentally. This procedure is rather appealing considering 
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the fact that the added-mass coefficients for Rankine bodies 
immersed in an infinite fluid may be calculated (see Table I) 
thus providing the the asymptotic values to be used for the 
procedure suggested above. Finally, it should be noted that 
the added-mass coefficients discussed above are not the same 
for the Rankine ovoids moving against the wall (or the free 
surface) or parallel to it. This is true only for a circular 


cylinder. 
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V. CONCLUSTONS 


The effects of the free-surface and plane-wall proximity 
on the added-mass coefficient of Rankine ovoids oscillating 
vertically have been determined experimentally. 

The results have shown that the bottom proximity increases 
the added mass and the free-surface proximity decreases it. 
Furthermore, the added mass increases with increasing length- 
to-diameter ratio and approaches that predicted analytically 
for an infinitely long cylinder. An approximate analysis 
based on the strip method and the cylinder results has shown 
that the bottom-proximity effect on the added mass of Rankine 
ovoids may be predicted with sufficient accuracy. Finally, 
it 1s noted that both the bottom and free-surface effects may 
be predicted to a first order of approximation by matching 
the asymptotic values of the added-mass coefficients for the 


cylinder and the Rankine ovoids. 
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